USDA 



United States Department of Agricutiure 
Animal and Plant Hqaltti Inapacibn 


MBimvrTO 

29513M?654<Jei3 Inspjd 


Inspection Report 


Rancho Las Lomas Wildlile Foundation 

IS 1 I 91 Lawrancp Canyori Customer ID' 329(^2 

Sitvorado, CA 9267^ Ceflif bate' 93-C'1 037 

Site- 001 

(^xhoLac Lj-ob 'W lldfr Fct-ndHlior 


Tyue- ROUTINE INSPECTION 
Date- Od-ia-M13 


2,40 (a) (1) 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIDITORSL 

(a)(1) Each dealer and exhibitor shall employ an attending uetehnarian under formal arrangenients. In ll>e case of a 
part-tima valerinarian shall praparp a '^vritlpn program pf vaferinary care and regularly sohgdulEd visHs to the 
premises. 

- The facility has a part-time veleriirarian but has not prepared a written program of veterinary care which outlines 
durtant vatarinary care IP Iha animala as raquirad in IhP ragulalions. The Facility shall ensura that a writlan program pF 
veterinary care be m place to adequatety provide care io Ibe anlfiials In the lecllity . 
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Exit interview was conducted with a facility representative. 
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